CONSERVATION   OF   ENERGY . .  ,

FIGURE 27. Shock is proportional to the rate of change of momen-
tum. This laminated bullet-proof glass was shot once with a 45 calibre
revolver. No glass left the reverse surface. Note that the transparent
adhesive between the glass layers does not act as a cushion to reduce the
rate of change of momentum. It prevents any fragments from flying.
(Courtesy Pittsburgh Plate Glass Company.)